








vaduladions / editor 


to Masonic Home, Zenith, Wash., ) 


on its Compact, 
Highly Efficient, 
Laundry Department 


Home, 
lerly persons, 
clean linen 


ndled most 


All linens, blankets, curtains, etc., are laundered in this compact laun- 
dry consisting of 2-Roll STREAMLINE Flatwork lroner, ZONE-AIR Drying 
Tumbler, Solid Curb Extractor, 25-lb. and 50-lb. CASCADE End-Loading 
Washers. 


CASCADE End-Loading 
Washer. Masonic Home 
uses two of these late- 
type washers, one 50- 
Ib., one 25-lb. dry wt. 
capacity, Famous CAS- 
CADE through-and- 
through washing action 
gently, yet thoroughly, 
washes linens sterile- 
clean with amazing econ- 
omy. Washers feature 
extremely simple opera- 
tion; are sturdily con- 
structed of Monel metal 
for dependable service. 


The CANADIAN LAUNDRY 
PE corsa MACHINERY CO LIMITED 


depends on the laundry! 17-98 STERLING ROAD, TORONTO 3, ONT. 








or 


everythin 5 


There's a Picker Sales Office and Service Depot near 
1, stafled by capable men eager to serve you well 


PICKER X-RAY OF CANADA LIMITED 
3443 St. Denis Street Montreal, P.Q 
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YOU BUY FOR A LONG TIME 
It is common experience for 
Lac-Mac Capes to give 
comfortable wear for ten 
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years, or more 
Why not INVESTigate? 


You can have exactly what 

1 want over that period of 
time a made-to-measure 
cape in the material you 
prefer best in the length 
that precisely suits you 
And it costs little more- 


sometimes somewhat less 


Lengths from 32 


are tailored 


ind hospital 
be embroidered 
rge and 


ielivery 


$15.00 to $21.00 


FOR SPECIAL FOLDER 


SHOWING PRICES 
nh SAMPLES OF MATERIALS 


AND LININGS, ETC 


CanmenTs acfMac canann 


a? Ww tt SO 


OVER TWENTY-FIVE YEARS MANUFACTURING PRODUCTS FROM TEXTILES 
FOR THE MEDICAL PROFESSIONS, THEIR INSTITUTIONS AND SERVICES 














no contact with outside air 


With the BAXTER CLOSED SYSTEM, 
blood can be drawn and stored for a 
maximum period; or, plasma or 
serum can be prepared —all without 
risk of contamination from 

outside air. 


controlled vacuum 


R FAS O N S BAXTER containers utilize mechani- 
cally induced vacuum to draw a large 
volume of blood into the bottle. 
This vacuum permits transfer of 


W HY blood or plasma from one container 
to another, aseptically, without any 


break in the closed technique. 


steady flow 


th e ied A X JT i R During administration, air enters 
the container through an air 
tube. A steady flow of blood or 
solutions results, rather than 


Closed System sanmeunaieg 


is an establ ished, faster and easier 


The BAXTER method is a model of 
streamlined efficiency, simplicity, 


preferred method aoe 





of blood banking Pan standardized technique 


Because the BAXTER closed system 
is used in more hospitals than any 


other method, most nurses are 
thoroughly trained in the procedure. 


BAXTER 


Plasma foc ? ESET Been 
Irensfuse Jor a demonstration of the complete 
BAXTER program of blood banking 
and parenteral therapy can be arranged 
without obligation. 


. Nien st AMI & B IE ILL 


pale gecesi ——_— 9 ie oe 
RONT¢ 


MONTREAL - WINNIPEG: mera hy 
! 








Canadian Hospital Council 


The Federation of Hospital Associations in Canada in co-opera 


tion with the Federal and Provincial Governments and the 


Canadian Medical Association, and the Blue Cross Plans 
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Vancouver 
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R. FRASER ARMSTRONG, B.Sc A. LORNE C. GILDAY. MD 
Kingston General Hospital, Kingston 


Montreal 


Treasurer 


First Vice-President 
O. C. TRAINOR, M.D L. O. BRADLEY, M.D 
Mis Ww 


seri rdia H pital Winr ipeg 280 Bloor St. W.. Toront 


Executive Secretary 


Second Vice-President 
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During the 


critical 
first 4 days 


depend on 


~PTIMED-ABSORPTION® CATGUT 


Because “timed-absorption” catgut (surgical gut) has a measurable and pri 
dic table rate ot digestion demonstrated by extensive tests, it remains intact 
until the wound has gathered support of its own. Because “timed-absorption 
catgut does not digest prematurely, it assures strength when needed most 


during the critical first 4 days following major surgery. 


Processed by an exclusive Davis& Geck method embodying accurately graded 
degrees of tanning timed absorption” catgut has an absorption curve that 
parallels the « hanging tissue conditions of healing Resistance to digestion is 


maximal during early repair. Later, when artificial strength is no longer 


required dissolution is rapid and complete and no remnants of gut remain 


Comparison of D & G “timed-absorption” medium chromic catgut, size 0 
with ordinary medium chromic size 0 catgut Both types of catgut are 
suspended in a trypsin solution and weighted. Note that at the end of 30 
hours D & G “timed-absorption” catgut remains intact; the weight is still 
held suspende d up to 90 hours. Contrast with an ordinary chromic catgut 
suture which has begun to digest and breaks under the slight tension 
created by the weight at 30 hours. In human tissue all chromic sutures 
are digested more slowly, but the ratio between the two types remains 


the same 


D & G catgut sutures have a special matte finish. They tie readily and do not 
slip at the knot Pliability is exceptional and tensile strengzh, diameter for 
diameter, is guaranteed unexcelled by any other brand. No wonder so many 


surgeons agree on D&G 


There is aD & G suture for every | ) A\ | fe A ( 7 Ke ¢ - kK - | NGC 


de 
yoy at 1 
SUT QICAL PUT POSE Available tnrougn 
i f 


responsible dealers everywhere 57 WILLOUGHBY ST., BROOKLYN |, N. ¥ 
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THE SPECIAL WETTING AGENT 
IN CRESCENT CLEANSER No, 600 


New CLEANSING ACTION TAKES 
WORK OUT OF SCRUBBING 
Save your energy and your 
brushes, too! The special wet- 
ting agent carries No, 600 right 
under dirt and soil almost be- 
fore you know it! 


EASY ON HANDS 


Don’t be nervous about using 
No. 600! It’s as gentle as a 
newborn lamb, 


WON'T ATTACK METALS 


You can breathe easy about 
your softer metal utensils too! 
In actual tests, No. 600 proved 
kinder to metal than most 
other cleansers, 


ORDINARY CLEANSER 





BRUNNER, 


DISTRIBUTORS 


MOND CANADA, 


#600 SPECIAL WETTING 


ACTION 


LIMITED 


FOREIGN 
DEPOSIT 





SOFTENS HARDEST WATER 
A whiz of a water softener! The 
hardest water just can’t stay 


hard long, with No. 600. 


RINSES FAST & CLEAN = 
DOESN'T SPOT 

It’s always in a hurry! Carries 
off scum like a fireman’s hose! 
Don’t bother to look for spots 
and rings if you use No. 600! 


ECONOMICAL? — JUST TRY IT! SS baad 


Oo” 


It'll make your accountant 
happy and your plant man- 
ager happier still! Lower con- 
centrations go further, faster 
and better, with Crescent 
Cleanser No. 600! 


\\t VEAL 
Cy 


Codsceril CLEANSER 


Harrisons & Crosfield (Canada) Limited, Toronto, Winnipeg, Calgary, 


For All Cleaning Operations / 


Vancouver; S. F. Lawrasom & Co. Limited, London, [Head Office), 


W. & F. P. Currie Utd., Montreal, (Head Office). 
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Monel* laundry equipment aids materially 
in the production of the highest quality 
laundry work and effects substantial 
economies in operation. Rust and corrosion 
resistant. Monel resists acids. alkalies, 
laundry bleaches and sours. A strong, tough, 
solid metal all the way through there is no 
coating to chip, crack, peel off or wear away. 
This attractive silvery metal assures long 


trouble-free service and low maintenance cost. ony - rt, ¢ as Peat 
SALES OFFICE - 126 DUNDAS ST. W., TORONTO, ONT. 
THE INTERNATIONAL NICKEL COMPANY OF CANADA, LIMITED, 25 KING STREET W. TORONTO 


: ~ 
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1. Terramycin may be highly effective 
even when other antibiotics fail. 


Clinical response’? reported “excellent” and 


“wood In: 


Readily available, orally effective broad-spectrum antibiotic 


‘Lerramvecin 


2. Terramycin may be well tolerated 


even when other antibiotics are not. 


“terramycin was well tolerated 


itl 03 per cent ot one series of Bl cases, 


44th Annual Meeting of Medical 


Medhemne 


pl JAM. A. 108:4 (May 6) 1956 
3 (om 
t ed for 


daily by mouth in divided doses q. 4 or 
most acute Terramye in-sensitive infections 


250 mg. capsul 


es, bottles of 16 and 100 
1) meg. capsules, bottles of 2 


~ . CHAS. PFIZER & COWING. 
fizer EXPORT DEP! 


S? Maiden / 


The CANADIAN HOSPITAL 





LIMITED 


Canada’s leading manufacturers of Specialty Sleeping Equipment and 
Furniture for Hospitals and Institutions 


MONTREAL @ TORONTO @ WINNIPEG @ VANCOUVER 
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BOP Based on 30 years of Arevoss t € Desk 
< > i 


manufacturing experience 


SUPERSCIALYTIC. | tts. 


—A shadowless light placed outside 
the operating theatre but controlled 
from inside 


-Ample room around the operating 
theatre for students 


Emergency lights 








X-Ray and Radium Appointment 


1 
View from inside the operating 


theatre 


Also BBT Scialytic lights for 


Formica Presents “Picwood” Line 
operating rooms 


1617 Aldred Bidg., Place d’Armes, 
MONTREAL 














Increase your Prestige and Service 


You get many extra benefits with the 
SANBORN METABULATOR 


All controls on same operating level. 
Horizontal, continuous recording from 
large chart roll. Tracing always vis- 
ible. Light swivelling telescopic arm 
provides quick easy adjustment of 
breathing tubes. Easily removed from 
cabinet for portable work. 





r “direct writing” cardiograms .. . 
perfect efficiency with the 
SANBORN VISO-CARDIETTE 


True rectangular co-ordinates; no cur- 
vatures of complexes or time lines. 
Independent synchronous time marker 
Make timing (paper speed) check 
whenever you wish. Still faster gal- 
vanometer. Improved baseline steadi- 
ness despite voltage changes. Adjust- 
ment of writing pressure 





For patient comfort and safety . . . 
utmost efficiency . . . great penetration 
. RAYTHEON MICROTHERM 


A higher degree of absorption. Better 
ratio of cutaneous to muscle tempera- 
ture. Effective production of active 
hyperemia. Precisely controlled appli- 
cation for large and small areas. Total 
elimination of pads, electrodes and 
danger of arcs. No contact between 
patient and directors. 


Complete information or demonstration on any 
of these units will be arranged on request 


Atay» Kadir 


261 Davenport Road, Toronto 5 





Also exclusive Canadian distributor for Keleket X-ray Equip- 
ment with sales and experienced service available from all 





our branches 
Moncton -+ Quebec — Montreal — Winnipeg — Regina — Calgary -— Edmonton — Vancouver 
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HELPS MAKE “DOMINION 
LINOLEUM FLOORS 


QUIET. RESILIENT - LONG LASTING 


It is the exceptionally high proportion of cork in 
“Dominion” Linoleum floors which gives the “life”, 
the “shock-absorbing” quality the quietness .. . 
the springy resilience which cushions every step. 
It is the skilful combination of ground cork, oxidized 
linseed oi! and other elastic materials which results in 
toughness to withstand the pounding and grinding of 
thousands of grit laden shoes in schools, stores, offices, 
public buildings and homes in fact, anywhere. 
And Dominion Linoleum is so easy to clean an 
occasional waxing and polishing, then, with a swish 
of a damp mop, your floor sparkles again even after 
the worst kind of punishment year in, year out 


almost indefinitely ! 


DOMINION OILCLOTH & LINOLEUM 
Company, Limited Montreal 


Insist upon Dominion 


Linoleum —look for D re ] ee | M } ie) N 


the identifying seal on 


the face of the goods - 
neers Cail thio 
LINOLEUM 


and 


Marlow’ 
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FRIGIDAIRE Air Conditions Restaurant 
Despite Heat from Open Kitchen 


sa 


“We want to compliment 
Frigidaire for achieving what 
seemed an impossibility,” says 
Mike Imbro of Imbro’s Restau- 
rant, Ottawa, Ontario. “Our kit- 
chen is located in the restaurant 
itself, and we thought that it 
would be impossible to operate 
an air conditioning system prop- 
erly under such conditions. Fri- 
gidaire has done it for us!” 


“Our Frigidaire Air Condi- 
tioning System operates satis- 
factorily despite the high heat 
created by our open-kitchen 
cooking equipment,” says Tony 
Imbro. “We give a good share of 
the credit for increased business 
to the comfort our patrons now 
enjoy because of our Frigidaire 
Air Conditioning.” The Frigi- 
daire system at Imbro’s Restau- 
rant was engineered and installed 
by Federal Appliances Limited, 


Ottawa, Ontario. 


RIGIDAIRE 


Despite intense heat created in kitchen in background, 
Frigidaire Air Conditioning keeps Imbro's Restaurant in 
Ottana, comfortably cool on hottest summer days. 


Profit from the Experience of Others 


Frigidaire equipment will do for you 
what it is doing for thousands like 
Restaurant. 
pressors, cooling units and controls are 


Imbro’s Frigidaire com- 
all designed and engineered by Frigi- 
daire to work together smoothly, en- 
duringly as a balanced unit. Every 
Frigidaire refrigeration product is built 


to give you the right temperature, the 


SEND THIS COUPON FOR 
FULL INFORMATION 


al 


Dept H 





Name 


Address 


Products of Canada Limited, Leaside, Ontario 


\UGUST, 1950 


FRIGIDAIRE IS MADE ONLY BY GENERAL MOTORS 


following use 


right humidity, the right air circulation 
—and at the lowest possible cost over 


the years 


Get the facts about Frigidaire equip- 
ment for your cooling requirements 
now. Consult your local Frigidaire 
Commercial Refrigeration Dealer. Or 


send the coupon today. 


Frigidaire Products of Canada, Limited 


Leaside. Ontario 


Please send me information on Frigidaire equipment for the 





Complete Supplies of 


LINENS 
COTTONS 


ETC. 


for Hospitals and Institutions 


Table Damask 
Table Cloths Serviettes 
Huck Towels, Towelling 
Bath Towels, Towelling 
Glass Towels, Towelling 
Dish Towels, Towelling 
Crash Towels, Towelling Sheets 
Sheeting Pillow Cottons 
Slips Pillows Mattresses (Hospital) 
Blankets BedSpreads Silence Cloths 
Flannelette (White and Striped) 
Curtains and Nets Square & Bib Aprons 
Rugs Table Cloths 


Flatware 


Hotel & Hospital 
Supply Co. 


43 Colborne St. 


Toronto 


Sales Representatives 


Sydney C. Miller & Co 
179 Prince William Street, Saint John, NB 


civarette-prool 


Across the Desk 
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signer who rnold fanfield & Com 
alt 


ited in a ¢ 
are identical 
¢ approved 
patte rned materia 


od 


1 finishes It 


grace 


patterned decorat 


(Ontario 


B-D Metal Needle Steritube 
Becton, Dickinsor 
have d 
tube 


faciittate 


“Steritubes’ 
bled wet with 
yg steriliza 
the rubber 
iling the 
then rematr 


“\te¢ ritubes 





Artificial Eyes Shown at Trade Fair 


10.000 eve 


HOSPITAI 





ACMI 
Woven Ureteral Catheters 
Serve Better 


because they're 


Made Better 


UALITY OF CONSTRUCTION 
is never more essential for flawless 
performance than in ureteral catheters. 


Meticulous urologists prefer ACMI woven 
catheters because of their .. . 





Physical Perfection: They're nylon 
woven to prevent moisture absorption that 
might constrict the lumen; and fmished with 


; ents ik, \ a special baked-in resin coating that assures 
fi . smoorh symmetry from end-to-end, and im- 

Pm git Die. iva perviousness to body acids and salts, Eyes 
, pi : ' are woven to proper shape and proportion. 


,* | Boiling or autoclaving will not destroy their 
.* om original properties, X-ray opaque material 
Bratt phe is evenly distributed, The result is— 


Flawless Performance: ACMI Cath- 

eters can be counted on for constant, rapid 

drainage. They have just the right flexibil- 

\ : ity; and their slippery surface when moist 

a - permits ready introduction. Graduation 

et : 4 markings are accurate and clearly visible 
: through the cystoscope. 


i ipl ACMI Catheters are precise in size (with 
; % size markings clearly printed); and are 
available in X-ray, non X-ray, graduated 
and non-graduated styles; and with a vari- 
ety of tips, including whistle, rourd, olive, 
and Garceau tapered tips. 


ae a AMERICAN CYSTOSCOPE MAKERS, INC. 

oe aad 1241 LAFAYETTE AVENUE + NEW YORK 59, N.Y. 

protection, all our catheters are marked “ACMI Made in USA 
BRE SE SS Sees 






First in Cystoscopes ~ First in Catheters j 
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LILY CuUPS.... 


Where hospitals are crowded, understaffed, faced with increased opera- 
tional costs LILY Single service proves an invaluable aid. Dietitians 
have found that Lily speeds service by allowing pre-portioning of many 
foods and by reducing clean-up problems to a minimum 

The lightness of LILY Cups and Containers, as compared with crockery, 
does much to relieve nurse fatigue, and the fresh cup or container for every 
service relieve the patient's worry of cross-contamination 


Write today for free samples and descriptive literature. 


LILY CUPS LIMITED 


300 DANFORTH ROAD TORONTO 13 
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. 
HERE’S 


Ir can be done. . . even in the food depart- 
ment, because you can add variety to the 
meals, yet cut the cost of them without re- 
ducing their nourishing value. 


Here's how! Serve more fish dishes. 
There are more than 60 kinds of Canadian 
fish and shellfish available in either fresh, 
frozen, smoked, dried, pickled or 
canned form. Every kind is tempting 
and tasty, with the full flavour and 
tang of the sea or the appetizing 


HOW TO CUT COSTS... 


please Quonibed 


delight of the fresh water fish. 


And fish combines with other foods, such 
as salads or vegetables, to make economical 
meals that have a piquant, different flavour 
... that turn that “regular diet” into a tasty 
surprise every time such meals are served. 
Try serving fish more often. Use it in many 

different ways . . . they're all good. 
You will cut your food costs and keep 
everybody happy when you serve 
more fish. 


DEPARTMENT OF FISHERIES 


OTTAWA, CANADA 
Hon. Robert W. Mayhew, M.P., Minister 
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ncluded from pac 


Cortisone Available to Hospitals 


GELATIN 
SPONGE 


An absorbable 
haemostatic 


Universal Cooler’s New “Foodmaster” 


Gelatin Sponge A & H may be used to 
control haemorrhage when ligature is 
inadequate or impossible. It hastens the 
normal clotting mechanism, provides 
support for the blood-clot, and does not 
retard the process of wound repair. It 
is completely absorbed without foreign- 
body or antigen reaction, and it does 
not inactivate penicillin or strepto- 


mycin. 








Gelatin Sponge Aa H provides an ef- 


(on 


first-aid treatment of surface wounds, nd 24 cu. ft. sizes 


fective haemostatic for use ino many 


surgical procedures ranging from the 


especially those involving large veins, 
to the control of operation haemorrhage 
from oozing surfaces or of massive hae- Ridgway & Adderley Expand 
morrhages when the bleeding-point can- Mr. Lorne Reed as n 


not be easily identified. 


By minimizing blood loss, the use of 
Gelatin Sponge A & H will increase the 
safety, and may widen the scope, of 


operative surgery in many fields, 


( om ple te literature supplied upon request 








THE ALLEN AND HANBURYS COMPANY LIMITED 
TORONTO, ONT LONDON, ENG 
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One of a series of reports on 
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Cortone 


Kev to a New Era in Medical Science 


‘ 
First synthesized from a bile acid in the Merck Research Laboratories 
in 1946, Cortone* was used initially at the Mayo Clinic with dramatic 


results in the treatment of rheumatoid arthritis, 

Since that time, clinical studies conducted by more than a thousand 
investigators have indicated a broad spectrum of usefulness for this 
hormonal substance. 

As a result of steadily increasing production, adequate supplies of 


Cortone now are available for therapeutic use by the physician. 


Among the conditions in which Cortone has 
produc ed striking clinical improvement are; 


RHEUMATOID ARTHRITIS and Related 


Kheumatic Diseases 
CORTONE Acetate (Cortisone 


ACL TE RHEU MATIC FEV ER Acetate Merck) is available to 
BRONCHIAL ASTHMA hospitals having certain mini 

mum facilities operated by 
EYE DISEASES, Including Nonspecific Iritis, trained technicians and under 


Iridocyclitis, Uveitis, and Sympathetic Oph- supervision ef qualified physi 
cians. For the present, this 


drug is to be used, during the 

SKIN DISORDERS, Notably Pemphigus, An- initial period of treatment, only 
gioneurotic Edema, Atopic Dermatitis, and in hoxpitalized patients 
Exfoliative Dermatitis, In luding Cases See- 
ondary to Drug Reactions 


thalmia 


MERCK & CO., LIMITED 
Manutacturing Chemists 
Montreal Torente Valley field 


TRACE mana 





ACETATE 
(( IORTISONE Acetate Merck) 
(11-Debydro-17-hydrosy curticosterone-2! -Acetate) 


*Trade-mark of Merck & Ce. Ine, 
for its brand of cortisone, 
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fromm 
“push-button” On 


—a revolutionary unit which electromatically governs STERI- 
LIZING—EXHAUSTING—DRYING phases by simultaneous set- 
ting of 3 simple dial buttons . . . thus relieving operator for other 





duties during the entire period of the sterilizing cycle. 


Additional highlights— 


Permits greater load output 


Adaptable to existing installa- Permits duplication of any required performance with accurate, split- 


tions of “American” cylindrical ih 
second precision 


and rectangular Surgical Supply 
Sterilizers, Milk Rormula Steri Operates manually in event of electric power failure 
lizer-Disinfectors and Steam Permits usual function of recording thermometer. 
Jacketed Laboratory Avtoclaves 

RECESSED OR OPEN WRITE TODAY for detailed information 


MORINTED cant equipges. with AMERICAN STERILIZER COMPANY 


Top Operating Valve : . 
Erie, Pennsylvania 





a 








DESIGNERS AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 





AML & JBIEILIL 


aol -lel hae 
MONTREAL + WINNIPEG +» CALGARY + VANCOUVER 


me GR 




















Not only in operating rooms but corridors, bedrooms, kitchens, etc., noise is a detri- 
ment in any hospital. Eliminate it by having all ceilings covered with ACOUSTI-CELOTEX 


tile. Noise is hushed where it is applied. 


ACOUSTI-CELOTEX is the acoustical material that is paintable and takes decoration 
without losing its sound conditioning properties. Illustrated—ceiling of operating room, 


Fort William Sanitarium. 


Get in touch with our nearest branch 
for consultation and estimate 


Dominion Sound Equipments 
LIMITED 


Head Office: 4040 St. Catherine St. West, Montreal 


Branches at Halifax, Saint John, Toronto, Winnipeg, Regina, Calgary, Edmonton, Vancouver 

















Most dependable 


material 
for hospital service 








Left: Surgeons’ washup sink of 
Crane Duraclay, pictured in the 
OB examination room of a modern 
Lying-In Hos pital. 


Pictured below are selections 
rom the Crane Hospital Cat- 
alog. Write for your copy. 


“RF teas 


DURACLAY* SINKS __ itzit crue are 


autopsy table, model 
C7e21, 


from the broad Crane Line 


When you know the advantages of Duraclay, no other choice is possible, 
Duraclay is unaffected by scalding liquids. Acids do not harm it. Duraclay 
does not crack or craze despite years of constant usage. And a quick once- 
over with a damp cloth leaves it bright and sparkling as new! 

Truly, Duraclay is the most dependable material ever devised for 
bos pital service. 

You can expect that kind of quality from Crane, the best-known name 
in the field. You'll find it not only in a complete line of Duraclay sinks 
and baths but also in the wide variety of —— equipment with 
which Crane meets every need in hospital plumbing. 

Ask your Crane branch, Crane wholesaler, or plumbing contractor for 
full information when you plan a new plumbing installation or modernize 
your present facilities. 


CRANE LIMITED — GENERAL OFFICE: 1170 Beaver Hall Square, Montreal 


Above: 

operating room aspt- 
rator, (7564, recom- 
mended for use with 
autopsy table, 


Left: 

C7830 vacuum break- 
er, for use with au 
topsy table, automat 
ically vents supply 
line to atmosphere 


*DURACLAY exceeds the rigid tests imposed 
on earthenware (vitreous glazed) established in 
Simplified Practice Recommendations R-106-41 
of the National Bureau of Standards, 


1-9063 


RANE. VALVES e FITTINGS © PIPING 
PLUMBING ® HEATING 


NATION-WIDE SERVICE THROUGH BRANCHES, 


WHOLESALERS and PLUMBING AND HEATING. CONTRACTORS 
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Handsome New Structure to Replace Former Dunnville Hospital 
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Climax of Expansion Program at Regina General Hospital 


Sleek New Wing Increases Facilities 
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Theme général: Le Progrés de nos Hopitaux 
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, | 


pour reiiipe 


' 
plo voila une 


tun pommel ce 


cin pete rice 


Personnel aimer le patient 


wu; 


sonnel du patient, une 
rapports 


pyres d’i 


aun mtir 


con 


d'union profonde 
ntiments Lé 


hoy 


} ypit AUX 


lemmment 

tion 

In reunion 

donner une 
ison 
qu on 
ux employes journal 


} 
irculk 


¢ presente 


des 


juin 


au Congres 


atholique, Montréal 


Tht 


metier d 


la 


qu'il rempht un ideal caresse 


tonction 
Alors, 


iu 


bitionne d’atteindre par 


il comprendra que le dévouement 
service du patient est une grande et 


noble cause. Quand un employe de 


bas étage admet qu’en accomplissant 


les plus petits soins du ménage, il 
soulagement 


du 


sert noble cause le 


un 
int 


du patient, on obte coup |e 


moyen du | re remplir sa tache 
perfection I} 
} 


de ses 


ivec la plus rrancde 
t 7 


prend conscrence ce 


releve 


j 
vaieur 


il se sent par une 
mission colla 


porateur 


super ure 


etroit ¢ reigieuses ¢ 


des professionnels qui ont consacre 


leur vie au service du patient. Cette 
conception du travail assure a la 


maison des employés généreux dont 
compte 


le dévouement ne 


Mais ke 


n ibuse ra 


pats 


directeur du personnel 


ce 


vue 


conscience 


jamials 


subalternes 


SES 
besoins ce st 


} 
ics t 


ce 


s'employer a 


tache et son devon les con 


tre tous et de les 


Mais comment y reussira 


Répartir Heureusement le Travail 


D’abord avec 


d'employés qualihes pour 


un nombre suffisant 


differents 


emplois, nous l'avons déja dit; mats 


nie semble Cc 


hommes aux différentes charges. Une 


derogation a ces aftecte 


pr ITN Ipes 


beaucoup le rendement et l’employe 


le premier a soutfrir. Ce nest 


pas toujours ¢ qui travaille lk 


plus qui donne un meilleur rende 


ment celui qui st a son vrai 


mals ] 


sans compter que la il aura 


difficultés, 11 sera content et 


pea 
évidemment de la part 
du personnel une con 
et des besoins 


ipprofondie 


s au la maison 


Il 


nom le 


maintien de 
’ 


s hommes qu'll a 


sunt 


em mains 
savoir le 


] } 
empioye i 


pas ce 


1 faut encore 


un 
onnaitre ses possibilités, ses désirs 
Suite en page 64) 


The CANADIAN HOSPITAL 





Entirely NEW Dressing Material 
a 

ABSOLUTELY NEW! WEBRIL is the 

Ur first and only true, non-woven, all- 

cotton felt! The result of years of 

research, released recently by Bauer & 

Black, WEBRIL Bandage has been 

thoroughly tested and approved in use 
by hundreds of doctors! 


REG. IN CANADA 


WEBRIL” BANDAGE 


(formerly CURITY Orthopedic Bondage) 





CONVENIENT! MANY USES! CONFORMABLE! EASILY APPLIED! COMPLETELY 


USABLE! 


~ a 


Can be torn neatly by 
hand for application, 
yet will not tear or fray 
easily on patient. Holds 
together, wet or dry- 

won't shrink! And it's 
smooth, soft, non-skid! 


WEBRIL Bandage is 
perfect as a general 
utility bandage! And 
it can be used in place 
of sheet wadding, 
crepe paper, wool feit, 
stockinette in cast 
application. 


WEBRIL Bandage 
clings to itself, not the 
patient. Adjusts to 
»iy contours, won't 
wrinkle, does not wad 
or bunch up. Extremely 
poe and absorbent. 
xives mild support. 


Ask your Curity Representative About 
New WEBRIL Bandage! 


Simply wind WEBRIL 
Bandage around a 
limb, you don't have 
to hold it in place for 
each layer c ings to 
the one below. Easily 
cut, quickly applied, 
lint-free. 


No waste necessary — 
odd lengths can be used 
as padding. Merely rub 
them on, they stay 
where placed. 





An EXCLUSIVE Product of “EG IN CANADA 


FERC ER 62 Btac « ) 
Division of The Kendall Company (Canedal Limited 
RESEARCH TO IMPROVE TECHNIC...TO REDUCE COST 
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CHLOROMYCETIN 

has captured the 

attention of the medical 

profession. First 

isolated from a mold 

obtained in Venezuela, 

° developed—and now 

around the world.:.and in your pharmacy  synihesized-st the 

Parke-Davis laboratories, 

it was clinically 


tested in various parts 
of the world from 
Bolivia to Malaya. 


CHLOROMYCETIN has a remarkable therapeutic action 

on a wide range of diseases, many of which are 

unaffected by penicillin, streptomycin and the sulfonamides. 
Effective by mouth and unusually well tolerated, 

this antibiotic combats acute undulant fever, typhoid fever, 
typhus fever, s¢ rub typhus, Rocky Mountain 

spotte d fever and granuloma inguinal In the more 

freque ntly encountered illnesses, such as urinary 

tract infections, and bacterial and aty pi al primary pneumonias, 
rapid recovery and shortene d convalescence with 
CHLOROMYCETIN are highly regarded 


by physicians—as your prescription files show. 


Investigation now in progress gives promise of further 


extending the prescription de mand for CHLOROMYCETIN. 


CHLOROMYCETIN (¢ hloramphenicol, Parke-Davis) 


is available in Kapse als 0.25 Gm. 


PARKE, DAVIS COMPANY 
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Make these tests 


with the cotton balls 


you are now using — 


/. do they have long fibres? 


The extra long fibres of J&J Cotton Balls 
assure greater firmness, compactness... 
high absorbency. 


2. do they have few nibs? 


J&J Cotton Balls are particularly free of 
nibs ...more uniform in texture ...do 
not shed fibres. 


Be do they hold their shape? 

J&J Cotton Balls retain their shape even 
after handling. 

4. do they retain whiteness after 


sterilization ? 


J&J Cotton Balls remain pure white after 
sterilization. 


For better cotton balls, standardize on — 


JaJ COTTON BALLS 


MADE IN CANADA 


AUGUST, 1950 
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McGILL VAPORIZER 


for “TRILENE” administration 


a | 


Designed ® Simplicity, adaptability and with a minimum of 
For moving parts 
@ Very low resistance 


@ Equipped with oxygen inlet section. 


@ Even and gradual increase of concentrations as 
desired 


The McGill Vaporizer is extremely flexible. Can be used 
on its own with air, or adapted for use with gases from 
iny anaesthetic machine 

It may be clamped to the case room table for obstetric 
use, or the patient's bed in the ward for analgesia in 
removing paintul dressings 


Write for further literature or a McGill Vaporizer 
on approval 


. . . P . *REF.: Canadian Medical 
Exclusive Distributors of McGill Vaporizers Association Journal, April 


June, 1950, Volume 62 


THE J. F. HARTZ CO., LIMITED 


1434 McGill College Ave. 107 Morris St. 32-34 Grenville St. 
MONTREAL HALIFAX if@)°<@), Ate) 





Helen McArthur Elected C.N.A. President 
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NEW non-caloric 


sweetener stays sweet 





...even in cooking, 


baking, canning 


ede eeeseeeeeeeee 


NOTE 
THE NAME 


S SODIUM 
TRACE MARE 


(CYCLAMATE SODIUM, ABBOTT) 


@ Non-caloric sweetener for restricted and low calorie diets 


AUGUST, 1950 


W.. SUCARYL Sodium, Abbott's new 

non-caloric sweetening tablets, patients on 

restricted or low-calorie diets will have 

immeasurably greater freedom in menu-planning 

— for now even those foods prepared by 

cooking, baking o: canning can be sweetened 

without adding forbidden calories or carbohydrates. 
And whether used in cooking, or simply 

added to hot or iced drinks, SUCARYL has no 

bitter after-taste when used in reasonable amounts 
Reports of clinical trials convey the 

enthusiasm with which patients have accepted 

SUCARYL. They not only welcome its wide 

range of uses as contrasted with saccharin, 

which loses its sweetness in king processes, 





but are virtually unanimous in their preference 
for the taste of SUCARYL, 
Thus, for many housewives, the problem 
of preparing o special diet for one person will no 
longer be troublesome because dishes sweetened 
with SUCARYL will taste good to he entire family. 
Each eighth-gram tablet of SUCARYL 
is equivalent in sweetening power to one 
teaspoonful of sugar. Tablets ore effervescent 
to shorten dissolving time, grooved for easy 
separation to suit individual tastes. 
SUCARYL Sodium is supplied in handy bottles 
of 100 tablets, available 
at pharmacies only. 


SEND COUPON FOR DIETITIAN’S SAMPLE 


Abbott Laboratories Limited 

Montreal 

Please send me a dietitian's somple of 100 
tablets of your new non-caloric sweetener, 
SUCARYL Sodium. 
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Clinton Aid Completes 


With the Auniliaries |) =. 





Encouraging Reports Presented 
at Maritime Aids Meeting 
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The Auxiliary’s Place 
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Ontario Aids Program 
Promises Fine Annual Meeting 
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Through the years the name B-P 


RIB-BACK BLADE 


has come to mean 
certain things to the 


SURGEON 


Bard-Parker regards the sale of 
B-P RIB-BACK BLADES as not the 
end of a transaction, but as the 
beginning of an obligation, 
shared equally by the factory 
and the dealer, to deliver to the 
buyer the utmost that has been 
| built into those blades. 


4 i 


Ask Your Dealer 


BARD-PARKER COMPANY, INC. 
Danbury. Connecticut 
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With the mounting demands for 
surgical solutions, whole blood and 
plasma, progressive hospital plan- 
ning considers the economic impor- 
tance of the FLUIDS PRODUC- 
TION SUPPLY —a vital, central- 


ized service embracing facilities for 





processing requirements independ- 


ent of outside sources of supply. 


FENWAL EQUIPMENT 


not only offers unprecedented safety and economy in the preparation, steril- 


ization, storage and administration of Sterile Solutions . . . a major part of 
its component elements are actually essential to the blood bank facility 


as well. 


Nationwide hospital experiences substantiate the consistent degree of accu- 
racy and safety attainable by any properly trained attendant . . . far less 
diffieult than that of collecting blood and producing plasma. Hospitals, 
large or small, can benefit by this timely installation . . . only negligible 


space is required. Canadian Distributors 


COMPANIES 


Torente, Winnipeg, Calgary, Vancouver 


ORDER TODAY or write for further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge 39, Massachusetts 
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The Castie Explosion-Proof Sefelight shown in a composite action photograph 


Why operating teams like this flexible, 
explosion-proof (.stZ Safelight 


THE SURGEON BECAUSE: He gets the 
exceptional quality of light he expects and 
wants, just where he wants it, and when he 
wants it—even when the nurse is not experienced. 


THE ASSISTANT BECAUSE: The novel 


optical system reduces shadow effects and his 
helping hands do not interfere with the surgeon's 
light. 


THE SURGICAL NURSE BECAUSE: 
Quickly, as easily as pointing her finger, she can 
point the light just where the surgeon wants it. 
With universal focus the light is correct the in- 
stant she directs it. 


EMERGENCY POWER UNITS AVAILABLE 


THE ANAESTHETIST BECAUSE: He gets 
proper, color-corrected light for quick percep- 
tion of cyanosis. He also knows that the Castle 
Safelight is explosion-proof and approved by 
the Underwriter$’ Laboratory for use in Class 1, 
Group C, Hazardous Locations. 


CASTLE NO. 51 SAFELIGHT The No. 
51 explosion-proof Safelight has the con- 
ventional counter-balanced arm instead of 
the pantograph arm on the No. 52. The 
lamphead raises, lowers, tilts to any re- 
quired angle. It gives the same superior 
quality illumination, 


Consult your dealer. For catalog write Wilmot Castle Co., 1267 University Ave., Rochester 7, N. Y. 


THE STEVENS COMPANIES 


TORONTO CALGARY 
WINNIPEG VANCOUVER 


\UGUST, 1950 


| 
CASGRAIN & CHARBONNEAU, LTD., 


MONTREAL 








Controls in Hospital Management 
(Concluded from page 29) 
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Save Time 


and Money, too 
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ly feeding both staff and patients, Dixie Cups and Food 
Containers save many costly minutes. Always ready for 
use, there’s never any time lost waiting for Dixies to be 
ready for re-use! Too, Dixies are easier and quicker to 
handle... trays are lighter. Yes, you save time with always 
clean, easy to use Dixie Cups. 


And you save money too! When you use Dixie paper service, 
there’s less dishwashing .. . less stacking . . . less steriliz- 
ing—you save on labor costs. You save food, too! You get 
accurate portion control by choosing from a wide variety of 
Dixie shapes and sizes. And tight-fitting Dixie lids protect 
food .. . hold it at peak of flavor and freshness until served. 


4 
COLD DRINK 
COLD DRINK DIXIE CUPS 
DIXIE CUPS for milk, soft DIXIE CUPS CuPs 
for fruit and drinks, iced for pills, for ice cream, 
vegetable tea, iced suger, salt, fruits, pud 
juices cottee cream dings 


SAMPLING ICE CREAM 


\UGUST, 1950 


Dixie is @ registered 
trade mark of the 
Dixie Cup Company 


It'll pay you to get complete 
information on Dixie paper ser- 
vice. For details write to 


DIXIE CUP COMPANY 
(Canada) LTD. 


Brampton, Ont. 
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Modern Equipment + Skilled Workers 


+Constant Quality Control 
= GOLDEN XXX PURE SOAP 


To bring you the finest possible washing products, 
Golden XXX pure soap is carefully checked at 
every step during its manufacture... 


First, all raw materials coming into the Colgate 
plant are tested for quality . . . oils are re-refined to 
meet Colgate standards . . . all other ingredients 
must measure up to Colgate’s rigid, self-imposed 
standards, before they can be used in the manu- 
facture of Golden XXX. 


Second, the mixing and blending of each item used 
is carefully supervised to conform with a formula 
that has remained unchanged for many years—the 
famous 12-year Golden XXX formula. And when 
manufacturing begins, Colgate’s Control Laboratory 
keeps a constant check of every process, every phase 
of manufacture. 


This constant supervision of manufacture, this 
constant “Quality Control” is the main reason why 
Golden XXX has always been sold on a “money- 
back” guarantee basis. Colgates believe Golden 
XXX is the finest soap you can use... and back it 
up with an absolute guarantee of Quality. 


FACTS YOU SHOULD KNOW ABOUT 
GOLDEN XXX 


Because of its medium titre, Golden XXX can be 
used successfully at moderate water temperatures 
... Saving hot water and fuel. 


Because of its high detergency and easy rinsability, 
Golden XXX assures you of perfect cleansing, 
complete speedy rinsing at hand temperatures, more 
satisfactory work and fewer rejects. 





Golden XXX can be supplied in either chip or 
powdered form, in either 50 or 100 pound cloth 
bags. See your Colgate representative or order 
direct from 


COLGATE-PALMOLIVE-PEET COMPANY LIMITED 


64 Colgate Avenue, Toronto 8, Ontario 
MONCTON, QUEBEC, MONTREAL, OTTAWA, WINNIPEG, REGINA, CALGARY, VANCOUVER 
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McKEMCO MAKES DISHES 


This modern dishwashing equipment in 
a large Toronto hospital handles a tre- 
mendous volume of dirty dishes daily, and 
yet rewashing has been almost eliminated 
through the use of McKemco Dishwashing 


Compound! 


ge Lid ln 


In addition, McKemco Products are 
chemically compounded to suit local water 
conditions—they stop scale formation and 
keep machines in better operating condi 
tion at a lower cost! Check your supply 


now! 


McKAGUE CHEMICAL COMPANY 


11194 YONGE STREET PRINCESS 1481 TORONTO 


MANUFACTURERS AND DISTRIBUTORS OF SPECIALIZED CLEANERS AND ALKALIES 
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Packed Power for Modern Techniques 


PHILIPS DX3 
FOUR-VALVE DIAGNOSTIC UNIT 
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WRITE FOR FULL INFORMATION 


. Medical X-Ray Apparatus... 





PHILIPS HOUSE PHILLIPS SQUARE 


VANCOUVER © WINNIPEG + TORONTO + QUEBEC CITY «© HALIFAX 
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INTRODUCING 


THE 
, NEW 


THERMO-CONTROLLED INHALER 
(DOCTOR'S MODEL) 


The only SAFE Inhaler yet devised for the auto- 
administration of *TRILENE”’ (Trichloroethylene) 
analgesia for — 

OBSTETRICS, 
MINOR SURGICAL 
PROCEDURES, 
DENTISTRY, Etc. 


“TRILENE” is rapidly becoming accepted among 
progressive Anaesthetists, Obstetricians, Dentists 
and General Practitioners in Canada as an effective 
and safe agent for analgesia and light anaesthesia. 
Extensive laboratory and clinical trials conducted 
in Great Britain since 1941, have proved beyond 
doubt the remarkable value of “TRILENE”, particu- 
larly in the field of obstetrics and general minor 
surgery. 


‘It is clear that nitrous oxide/oxygen and 
trichloroethylene/air are both better than 
nitrous oxidefair, and that nitrous oxide/ 
oxygen and trichloroethylene/air are about 
equally effective.” 


E. H. SEWARD, 
Self Administered Analgesia in Labour 
LANCET, Oct. 29, 1949, page 781 


Trilene/air analgesia is pleasant to inhale and 
costs only a fraction of nitrous oxide/air or nitrous 
oxide/oxygen analgesia. 


An ideal instrument for the small or large 
Hospital, providing safe and efficient analgesia at 
minimum expense in purchase cost and upkeep, 
and with a minimum staff of skilled personnel. 


FAIRLENE —Irade Mark, 
Airmed Limited, England 


*TRILENE — Trade Mark 


Imperial Chemical 
(Pharmaceuticals) Ltd., 
England. 


Made in England by AIRMED LIMITED, Manufacturers 
of the renowned “MARRETT” Anaesthesia Machine. 


SOLE DISTRIBUTORS IN CANADA 
SURGICAL SUPPLIES 
(CANADA) LTD. 

TORONTO 2, ONT. 











SPECIAL 
FEATURES 


Effective and safe analgesia under all 
conditions of room temperature, respiratory 
rate and tidal volume. 


The only SAFE Inhaler and the only Inhaler 
providing ACCURATELY CONTROLLED “Tri- 
lene“/Air percentages adjustable between 
0.35 and 1.0%. 


Impossible to administer an anaesthetic 
dose when locked by key in ‘Normal’ 
position. 


Impossible to over fill and can be used 
at any altitude. 


60 cc's. capacity, sufficient for approxi- 
mately 6 hours intermittent use. 


Stainless Steel construction — no soldered 
joints to leak or break. 


Lightness — weighs only 9 ounces. 
New plastic face piece providing air tight 
comfortable fit and less ‘frightening’ to the 


conscious patient. 


TRILENE is extremely economical in use 
and is non-inflammable. 
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Linen Service 


New 42 x 84 
Silver Crest” washer 
for larger loads 


48° open-top 
Extractor keeps 
pace with ex 
panded volume 


Far right) 6-roll, 120-inch 
Hoffman lroner delivers 
flatwork on time 


Keeps Pace with 


Expansion... 


at the Illinois Masonic Hospital, Chicago, ill. 


delivers better production with modern economy 


An expansion program covering several years could, one day, 
bring a breakdown in linen service. The 240-bed Illinois Masonic 
Hospital avoided this eventuality by planning an enlarged laundry 
plant at the outset—and following the recommendations of Hoffman 
Laundry Engineers for new equipment in advance of their need. 
As a consequence, linen service has been maintained, greater 
volumes of linen processed and normal work-week ob- 
served throughout the expansion to date. 


Write for your 
FREE Survey 


Analyzes your laundry operat 
ing costs; surveys your linen 
requirements and suggests 
control schedules; furnishes 
new layout plans; recommends 
equipment to help you save 
floor space, time, labor, fuel, 
supplies and linen. Write for it. 
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H ow much time 


can you save in a half hour? 


> Vurses can save hours of study 

by spending 30 minutes seeing the 
film, “Oxygen Therapy Proce- 
dures.” It illustrates and ex- 
plains accepted oxygen therapy 
techniques. 
This motion picture is approved 
by the Committee on Medical 
Votion Pictures of the American 
College of Surgeons, and is one 
of our services to users of 


DOMINION oxygen (B.P.). You 


can arrange a showing of this film 





by calling or writing the nearest DOC 





office. Ask for film T.O. 1. 


DOMINION OXYGEN COMPANY, LIMITED 
00C) 


159 Bay Street, Toronto 1, Ontario 
Montreal Winnipeg Vancouver 


. * 


OMMOKN OXYGE W (B.P.) 
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Plastishield technic of 
aseptic breast care 
approved by 


nursing mothers 


The new Plastishield technic of postpartum breast care is 
well liked by patients. This fact 1s borne out by the 
reports summarized below 


50 patients 6 weeks to 6 months postpartum replied toa 
questionnaire as follows:! 


1. Are Plastishields comfortable to wear? 
YES 90% NO 10% 
2. Do Plastishields prevent soiling of clothes by milk leakage? 
YES 88% NO 12% 
3. Do Plastishields prevent nipple irritation? 
YES 98% NO 2% 
1,000 patients in 5 hospitals answered the same questions as follows:? 
The new nylon Plastishield QUESTION #1 YES 91% NO 9% 
QUESTION #2 YES 75% NO 25% 
QUESTION #3 YES 98% NO 2% 
Thus it will be seen that Plastishields 
encourage breast feeding because they 


may be sterilized by boil 


ing or autoclaving 


1. Protect the nipple and areola from soreness 
and fissuring 

2. Are conveniently and comfortably worn 

3. Are characterized by greater cleanliness 
than other methods 


Plastishield, inc. MINNEAPOLIS, MINNESOTA 


TATE AMADIAN PATENT APPLIES roe 


COMPANIES 


TORONTO WINNIPEG CALGARY VANCOUVER 
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_where others fail 


The Cantor Tube—a neoprene bag-tipped, mercury weighted, single 
lumen tube for intestinal decompression—permits a simplified 
ntubation technie and provides a higher percentage of 


ucceas in difficult cases 


Greater ease of intubation 


Passage of The Cantor Tube is facilitated by the motility of 

the mercury in the bag, and by peristaltic action on the bolus 
formed by the bag. The tube’s larger luminal diameter lessens 

the possibility of plugging, and results in more efficient 


decompression 


Less danger of trauma 


The Cantor Tube has no metal parts which might injure the 

mucosa. In addition, the hazard accompanying distention 

of the bag during long intubations is eliminated by using a neoprene 
a low permeability to gases, and by an assembly 


THE CANTOR TUBE tech \ ovides a safety valve for the release of gases 


bag 
Pat. applied for 


1)-110—-Cantor Intestinal Decompression Tube, 18 Fr., 10 feet long, 
vith bag attached. With instructions for use 


D-111—Child Size Cantor Tube; as above, but 12 Fr., 7 feet long 





Order from your Surgical Supply Dealer. 


Write for Folder 406CH, 
describing the Cantor Tube technic 


CLay-ApAmMs COMPANY, INC. 
141 EAST 25th STREET NEW YORK 10 


Shewreems else ot 108 West Wasbingtoe Street, CHICAGO 6, TLL 
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*A hypodermic syringe furnishes hypodermic service to the extent 

f under constant use, repeated sterilization and 

Whar you p Or HYPODERMIC SERVICE de 

pends, not on the initi ost of the syringe alone, but on how long 
a life of service that syringe giv 

t it is costing you for HYPODERMIC SERVICE, send 

pply of B-D HYPODERMIC SERVICE ACCOUNT RECORD 

/ 


1 checa your p irchases and 


quarter or a year. Address your request to Dept. 25-H 


nd replacements for a month, a 


yy 


For best results, always use a B-D Needle with a B-D Syringe # 


Becton, Dickinson ano Company, RUTHERFORD, N. 3. 
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EVERYTHING 
for the Hospital Laundry 








STANLEY BROCK LIMITED 


WINNIPEG CALGARY EDMONTON VANCOUVER 
Established 1902 


Laundry Equipment and Supplies 
of Recognized Quality 


Western Representatives of the Canadian Laundry Machinery Company Limited, Toronto, Ont. 
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3 Golion Super Mistorizer 


25 Ounce Mistorizer 


INSECT KILLING: Vaposector is forced to penetrate everywhere, 


by highly efficient Mistorizers. Fogs completely enclosed areas up to 2,000,000 


cubic feet. Permeates cracks, crevices, remote hiding places. 


Vaposector is a highly concentrated insecticide. Fast-acting. Odorless. Non-toxic. 


And economical — when used in a West Mistorizer. 1,000 cubic feet of 


space needs only one ounce to control flying insects; 


only two ounces to control crawling insects, 


as a West representative can easily demonstrate. Without charge. 


sac 


5621-23 Casgrain Avenue, Montreal, Quebec 
Branch Offices in Calgeo Edmonton, Hal 
Toronto. Vancouver and Winnipe 


A CONCENTRATED, 


_ = 


SAFE-TO-USE MISTORIZER INSECTICIDE 





WEST has a complete line 
of VAPOSECTOR-MISTO- 
RIZERS. From 25 Ounce, 
1/10 hp hand units to 15 


gallon, 5 hp, portables. 


Company 
; Address 
‘| City 





FREE — Please send me a copy of West's 36 page 
booklet: INSECT CONTROL 


We'd like a VAPOSECTOR-MISTORIZER demon- 


stration 
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\ ered hospital ' 
red hospital pital work amounted almost to an 


He possessed amazing 


obsession 
energy which found outlets in = a 
number of other activities. He was 
Honorary Member of the Mid 

dk remple ; V ice Pre sident of the 
Medico-Legal Society; Chairman of 
the Lit Committee of the Royal 
vy; Chairman of the 

ibraries Committee of the 
Association to his lasting 

he was the pioneer of hospital 
ind Chairman of the Cam 
loyment Committee. Bed 
iter and his 


analytical 


expression \part trom 
| o hospital and 
Is, frequently and 
under a pen name 
seeker of honour or 


publications inelude 


G.A. cdc & Co. 


LIMIsITEO 


TORONTO, ONT 


Institution 
Hospitals across Canada & Laundry 
depend on us for TEXTILES 


prompt shipment of quality textiles. 


468 Wellington Street West, Toronto 2-B EL. 3378 
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FCC Type Approval 
Ne. 471 


HEAVY DUTY Ziathermy 
with STABILIZED Freguency 


The Burdick X-85 Crystal Controlled Short Wave 
Diathermy conforms to frequency regulations with- 


out sacrifice of power. 


The heavy duty “X-85” has the heating capacity 
required for effective treatment of large areas, such 
as an entire limb. Yet its piezoelectric quartz 
crystal control stabilizes the frequency within a 
sharply restricted band. 

For all diathermy applications, including electro- 


surgical uses, the “X-85” is constructed for smooth, 


powerful performance. 


X-85 


CRYSTAL CONTROLLED 
SHORT WAVE DIATHERMY 


For complete information, see your local Burdick dealer, or write us— 


THE BURDICK COAPORATION 


MILTON, WISCONSIN 


Canedian Distributors 
BURKE ELECTRIC G X-RAY CO. LIMITED, Toronto 
CASGRAIN G CHARBONNEAU, LIMITED, Montreal 
FISHER & BURPE, LIMITED, Winnipeg, Edmonton, Vancouver 
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Community Health Program 


(oncluded from page 600) 











Representative Wanted | {) —- 
alia r $i fh } esigned 


Nurse’s Uniform 


Prominent Hospital supplier re- 
quires the services of a repre- 
sentative in the main provinces 

Styled to give your nursing stoff 


of Canada. Detailed applica- that neat, clean cut appearance 
. nm Ella Skinner Uniforms are indi 


tions from experienced salesmen S otlauis'Quclenel «alla a Ok 

} ° de of quality and workman 

are requested for the following ¢ a ter or eal lan 

. > designs are now available. We 

de partments :— * specialize in original uniform de 

ADPADPADPALCOS signs thot are practical Our 

: ; know-how in this field is backed 

| Uniforms, Textile and Accessories. up with 25 years experience in the manufacture of uniforms. You 

save by buying direct from the manufacturer. Write today if you 
can not drop in will be glad to mail you sketches 

















2. Laboratory Supplies. 


3. Surgical Instruments and Supplies. 


Apply 
BOX 821M, THE CANADIAN HOSPITAL 
57 Bloor Street West 
Toronto 5, Ont 
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TOLEDO all the way! 


WEIGH IT OUT! 
Toledo SPEED-WEIGH over-and- 
under scales provide speedy, accurate 
weighing of portions. 


MORE EFFICIENT HOSPITAL KITCHENS 


Modern Toledo Scales and Food Machines 
help you control costs in your kitchen... serve 
tastier, more appetizing meats...and save time 
in handling and preparing foods! 

Start right when food is received . . . weigh 
it in! To avoid costly oversize servings of 
steaks, roasts, salads, croquettes, patties and 
similar foods... weigh out portions with a 
Toledo SPEEDWEIGH Scale! To control 
quality ... weigh ingredients going into mixes. 

You can serve tempting new menu items— 
delicious TOLEDO STEAKS—produced with 
a Toledo Steak Machine. Also, a Toledo Saw 
and Toledo Chopper help save time and avoid 
waste in preparing meats. Ask your Toledo- 
man for more information—or write for new 
bulletin 1130.Toledo Scale Company of Canada 
Limited, Windsor, Ontario. 


TOLEDO 


SCALES AND FOOD MACHINES 


AUGUST, 1951 





New TOLEDO STEAKS ... wonderfully 
tender, tempting ...new for your 
menus ... produced by Toledo Steak 
Machine 


WEIGH IT IN. Toledo Receiving Scales 
ideal for weighing-in all produce and 
meats... Portable Scale Model 1800. 


Rte ar eg 





SAWS. New Toledo Saw 
big capacity .. 
in cleaning. 


CHOPPERS. New Speed... Toledo 
Chopper _.. gravity feed. Choice of 
three models to meet your needs, 


gives you 
new speed and case 


83 
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our or 


WE CONSULT... 
DESIGN... 


SUPPLY... 


Everything from one room to 
complete hospital furnishings 


SPECIAL CONTRACT DIVISION 
TORONTO (Head Office) 
HALIFAX, MONTREAL, LONDON, WINNIPEG 
REGINA, EDMONTON, CALGARY, VANCOUVER 


Please direct all communications specifically to the 
Special Contract Division 
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Counselling on your 
fund-raising problems 
without cost or 
obligation on your part 


Phone - Wire - Write 


WELLS ORGANIZATIONS 
OF CANADA 


330 BAY ST. TELEPHONE 


TORONTO 1, PLAZA 
ONTARIO 5878 


Other WELLS ORGANIZATIONS Offices 


Williamson Bldg 
Cleveland, Ohio 


Washington Bldg Electric Bidg 
Washington, D.C. Fort Worth, Texas 


Since 1911 the name WELLS has stood for 
Quality Fund-Raising Campaigns 

















Qualified Nursing Instruetress 
Position Available 


Applications will be received by the under- 
signed for a position of Instructress of Nurses 
at The Nova Scotia Sanatorium, a 400-bed 
institution, operated by the Department of 
Public Health, for the treatment of tubercu 
losis. Both an affiliate student and a post- 
teaching program have been 
Applicants 


must be qualified for registration in Nova 


graduate 
underway for some two years 


Scotia and have had post-graduate training 


Those interested may obtain further infor- 
mation by writing to— 


The Superintendent of Nurses, 
Nova Scotia Sanatorium, 
Kentville, N.S 














WHY 


FOODCRAFT PRODUCTS? 


Simply because they have proved in actual 
use that Foodcraft products offer 


ARE MORE 
DIETITIANS 
EVERY DAY 
ADOPTING 


Uniform, dependable, high quality. 


Nutritional value and flavour 
appeal, too. 


Complete range of foods for every 
need. 


Maximum efficiency and economy in 
hospital use. 


Y rs, Foodcraft products are showing 
gratifying results in hundreds of institutions 
throughout Canada . and they can help 
you, too! 

Be convinced—write for samples and 
price list, or, better still, send a trial order 
and make a practical test in your own 
kitchens 


We Guarantee your complete 
satisfaction unconditionally! 


Cream Pudding Mix 
Pie Filling 
Meringue Powder 
Jelly Powder 
Beverage Syrups 
Soup Bases 

Gravy Base 

Soup Vegetables 
Salad Dressings 
Cake Mixes 





Gingerbread Mix 
Bron Muffin Mix 
Wheot Cake Mix 
Doughnut Mix 

Pie Fruit Stabilizer 
Jam and Marmalade 
Sundae Toppings 
Sundee Fruits 
Table Syrup 

Fruit Crystals 
Flavours 


Coast to Coast Distribution 


FOODCRAFT LABORATORIES 


LIMITED 


20-24 Poulette St., 
Toronto 2, Ontario 


1462 Bishop Street, 
Room 15, 
Montreal, P.Q 








Coming Conventions 


Aug. 22-23—Meritime Conterence, C.H.A., Charlottetown, P.E.! 

Sept. 7-9—Cenadian Society of Radiological Technicians, Hotel Georgio, Vancouver, 
Sept. 18-21—Americon Hospital Association, Atlantic City 

Oct. 9-13—A.H.A_ Institute on Dietetics, Washington, D.C 


Oct. 10-—Saskatchewan Conference, C.H.A., St. Paul's Hospital, School of Nursing, 
Saskatoon 


Oct. 11-12—Seskatchewon Hospital Association, Saskatoon 


Oct. 16-21—Western Canada Institute for Administrators and Trustees, Fort Gorry 
Hotel, Winnipeg 


Oct. 21.23—B8.C. Conference of Catholic Hospitals, St. Poul’s Hospital, Vancouver 


Oct. 23-27—Clinical Congress of American College of Surgeons, Statler and Copley 
Plaza Hotels, Boston 


Oct. 23-Nov. 3—A.H.A. Personnel Management Institute, Cornell University, Ithica, 
NY 


Oct, 24-27-—British Columbia Hospitals’ Association, Vancouver Hotel, Vancouver 
Oct. 25-26—B8.C. Associetion of Hospital Auxiliaries, Vancouver Hotel, Vancouver 
Oct. 26.27—Associated Auxiliaries of the Hospitals of Alberta, Palliser Hotel, Calgary 
Oct. 26-28—Associated Hospitals of Alberta, Palliser Hotel, Calgary 


Oct. 28-30—Canadion Association of Occupational Therapy, Royal York Hotel, 
Toronto 


Oct. 30.Nov. |—Ontario Hospital Association, Royal York Hotel, Toronto 
Oct. 30-Nov. |—Women’s Hospital Aids Association, Ontario, Royal York, Toronto 
Nov. 2-3—Ontario Conference of the Catholic Hospital Association, Toronto 


Nov. 5.6-7—-Canadian Association of Occupational Therapy, Chateau Laurier, Ottawa 











STERLING GLOVES 


Comfortable Fit and 


Perfect Sense of Touch 


Specialists in Surgeons’ Gloves 


for over 38 years 


STERLING 
RUBBER CO. 


—— LIMITED — 
GUELPH ONTARIO 





The STERLING trade-mark on 
Rubber Goods guarantees al! that 
the name implies 
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DARNELL CASTERS 


MOVE 


HOSPITAL EQUIPMENT 


MORE 
Quickly . . Quietly . . Efficiently 


t 
t ile 


Precision - built, rubber - treaded 
Darnell Casters, made specially 
for hospital use, have a long, 
quiet life. They are _ sturdily 
constructed and are easy on 
equipment and floors of wards, 
kitchens and laundries. 


“A Saving at Every Turn” 


DARNELL CORPORATION 
OF CANADA LTD. 


105 30th STREET, LONG BRANCH, ONTARIO 
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taking the “LAG” out of 
a nag may be a tough 
problem.... 


But taking the “LAG” 
out of your HEATING SYSTEM 
is a cinch with the... 


ARMSTRONG 
CIRCULATING PUMP 


Old-fashioned Gravity Circulation Hot Water Heating Systems 
are sluggish, slow to heat and slow to cool 


By installing an ARMSTRONG CIRCULATING PUMP, water 
is pumped mechanically through the System, supplying hot 
water almost instantly to the Radiators. The resulting 
improvement in Comfort and Economy of Operation is 
astomshing 


Forced Hot Water Systems with Pump-controlied Zones enable 
different sections of the building to be kept at varying tem 
peratures. Zoning compensotes for difference in building 
exposure. Substantial reduction in tuel consumption results 





Federal Grants studies both will join 


Concluded from page 52) the New Brunswick 
of Health and Social 


N.Y. Two nurses from St. John’s 
have been granted bursaries for a 
var's study at the University of 


loronto’s School of Nursing. One 


nursing and one in paediatric nurs 


WANTED 
will «necialize in orthopaedic REGISTERED MEDICAL RECORD salad 
will pecializ rthopaedi LIBRARIAN Dietitian 


the staff of 


WANTED 
Nurses (Registered) 
(a) Director of Nurses (no nursing 
school). 
(b) Operating Room Supervisor. 
(c) Obstetrical Floor Supervisor. 


Department 


SeTVICEeS 


For new 70-bed hospital, situated on 


The Kingston General Hospital the shore of Lake Erie, in the beauti 


ing. When their courses are fin (Medical Teaching Hospital for Queen’s ful Niagara Peninsula. Opening date, 


ished, they will return to supervise Medical School) has 


the care oft patients and assist in . pa 
senior position The 


an 


opening for a approximé ately 3 months. Preference 
registered Reeord Librarian in the will be given to post-graduate work 
authorized staff and hospital experience. Lovely living- 


teaching student nurses consists of three registered librarians in accommodation with private room 


have and three assistants, 
: stenographer 
been set aside to enable a social In addition to the 


the present staff is bei 


In New Brunswick, funds 


worker to study psychiatric social 


ng enlarged for 
» assistan The present Librarian 
one assistant. The present Librarian bor Colborne, Ont 


including medicai Please state full qualifications giving 


references and salary required. 


nior opening, 
u Apply: R. Ray Copeland, Adminis- 


trator, Port Colborne General Hospital, 


1 Bost an ‘ t oO 
work im Ti m and a doctor t in charge is leaving Kingston for rea 


take a two-year course in psychi sons beyond her control, 
available to work with the 


atry at Dalhousie University and 
for several weeks. 


the Victoria General Hospital Substantial salaries 


Halifax. On completion of their The Department is in 


but will be 


new officials 


are available WwW ANTED 
® going atminis REGISTERED MEDICAL RECORD 


trative condition. Address inquiries to 


R. Fraser Armstrong, 


Superintendent, LIBRARIAN 


Ling ) Gener: > P a } : ’ 
Kingston General Hospital The new Hospital for Sick Children, 


WANTED 
REGISTERED MEDICAL RECORD 
LIBRARIAN w, 


Toronto (630 beds) has an opening for 
a Registered Record Librarian in a 
senior position. Staff of eight assist- 
ants. University teaching hospital in 


The Trail-Tadanac Hospital, Trail, Ql ALIFIED Y \THOLOG IST Paediatrics and Children’s Surgery. 


B.C., requires a registered Record 
Librarian to organize and take charge 
of this department. Standard Nomen 
clature Address communications to expected. Box 8124, 
Administrator, Trail-Tadanac Hospital, P'tal, o¢ 
Trail, B.C Ont 


for medium sized 


55%, more efficient for Wintrote 
hematocrit determinations 


ADAMS SAFETY-HEAD CENTRIFUGE 


A series of tests was run recently using Wintrobe hematocrit 


tubes on the conventional free-swinging (horizontal) type of 
centrifuge, and on the Adams Safety-Head (angle type) Cen 
trifuge. The results of these tests showed that the conventional 
centrifuge required an R.C.F. (Relative Centrifugal Force) of 
2250, as compared with an R.C.F. of 1450 for the Adams Safety 
Head Centrifuge 55% more efficient. 

The Safety-Head Centrifuge is a compact, lightweight unit with 
a maximum speed, fully loaded, of 4000 RPM on AC and 4500 
RPM on DC, It is attractively finished in gray hammertone 


CT-1002—-Adams Safety-Head Centrifuge, 6 Place. Complete 

with head, safety cap, underguard, shieldy and heavy duty glass 

tubes; for 110-120 volts, AC-DC, (220 volt motors available at 
ght additional cost.) 

CT-2190 Adapter to accommodate Wintrobe tube to standard 

15 ml. shield. Centers and supports tube without displacing 


rubber cushion in shield, thus reducing breakage 


Order from your Surgical Supply Dealer. 


qualifications, experience 
‘anadian 0 
Bloor St. West, Toronto 5 pital for Sick Children, 67 College St., 


Hospital State Standard nomenclature. Please address 


and salary applications or enquiries to Joseph H. 
Hos W. Bower, Supe rintendent, The Hos- 


Toronto. 


CT-1002 with head cut away and safety cap removed 
to show position of tubes and underguard 





Write for Circular 309H, describing the 
complete line of Adams Centrifuges 











CLAyY-ApDAMS COMPANY, INC. 
141 EAST 25th STREET - NEW YORK 10 


Showreoms eive of 108 West Wesblegtes Street, CHICAGO 8, ILL 
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FLANNELETTE 
BLANKETS 


SOFT ¢ WARM 
HARD-WEARING 


Excellence of craftsmanship and consistent 
high quality have secured for Corbin the 
leading position in the Builders’ Hardware 
field. This Canada-wide preference for 
Corbin quality warrants your consideration 
when it is a question of providing protec- 
tion, adornment and years of trouble-free 
service in hospitals and institutions. 


When discussing building plans with your 
architect or builder—specify Corbin hard- 
ware. 


Contact the Corbin distributor in your city 
today for complete information on lines 
now available. 





GOOD BUILDINGS DESERVE GOOD HARDWARE 
FABRICS 


| 
Viti j by 
DOMINION TEXTILE COMPANY 


/ LIMITED 
CORBIN j MONTREAL CANADA 























CORBIN LOCK COMPANY OF CANADA, LIMITED 


Belleville, Ontario 


AUGUST, 1950 
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Abbott Laboratories Limited urtz >o. Limited 

Allen 4&4 Hanburys Co. Limited Hardie, G f£ Co. Limited 
American Cystoscope Makers In 17 lotel | Supply Com 
American Sterilizer Company 

Armstrong, Limited 


Ayers Lin 


Bard-Parker Company, Inc 
Bauer 4& Black Limited 
Baxter Laboratories of Canada Limited 
Beaconing Optical 4& Precision Materials 
Becton, Dickinson Company 
Brock, Stanley Limited 
Brunner Mond Canada Sales Limited 
Burdick Corporation 
Burke Electric & X-Ray Co. Limited 
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Jepartment of Fisheries 

Dixie Cup ¢ Canada) | 

Dominion Oilcloth noleum ( 

Dominion Oxygen C Limited } Stevens Companies 
Dominion Sound Equipments Limited , Surgical Supplies 


Dominion Textile 


Subscription Price in Canada, United States and Great Britain, $3.00 per year 
Additional subscriptions to same hospital, each $1.5 Foreign : 
Authorized as Second Class Mail, Post Office Department, Ottawa The 
Hospital is published monthly by The Canadian Hospital Council, $7 Bloor 
Toronto 5 
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The Cape that gives all Three! 


... STYLE — 
... COMFORT — 
... LONG WEAR 


CORBETT-COW LEY 


CAPES ¢ : 


for Graduate and Student Nurses 


@ Best quality navy blue 
frieze, with military scar 
let flannel lining. Price 


: . ’ . $15,00 
Corbett-Cowley nurse’s Cape is the answer 


where style, comfort and long-wearing qual- Misses atendoed 20" 

ities are demanded. This Cape gives the ulti- from seam of collar to bot 
ate in all three. The reason? N 7 he tom of hem. Stocked in 

mate ina ree. e reason: None but the even beet cises from 32 te 

finest materials and the most painstaking : 42 

craftsmanship go into the cutting and finish- 

‘ * eid epee Tt ; ee Handworked Gold Silk let 

ing of each garment. he name Corbett- ters supplied ot ISc per 

Cowley has long stood for the very best in | letter. Please specify exact 

aoe lettering and posit h 

all styles of hospital apparel... it’s your pera spi senate acts 

guarantee of quality. It means that when 

you wear a Corbett-Cowley Cape you can be 

secure in the knowledge that you have the 

finest there is ...a garment, the outstand- 

ing quality of which speaks for itself! 





Price of $15.00 includes sales tax 

and shipping charges prepaid to 
CORBETT- COWLEY any address in Canada, condi- 
tional upon Postal, Bank or Ex- 
Limited press Money Order accompanying 


2738 Dundas St. W. 124 St. Helene St. your Order 


Toronto 9 Montreal 














Ne. 15 FLOOR 
POLISHER AND 
» SCRUBBER ee 


(ig 


Electric Scrubbers and Polishers ... Mop Trucks with two water compart- 
ments and wringer... Mops and Brooms. . . Floor Cleansing and Finishing 
compounds... Liquid Floor Waxes . . . Floor Sealers . . . Floortone Oils... 
Floor Absorbent for oil, grease and water . . . and other floor maintenance 
products and equipment. 


G. H. WOOD & COMPANY LIMITED 


Branches throughout Canada 





